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BEFBW - DIRECTOR 1 a STAFF C 011 FEKENCE 


AJEHDA 

Director's Conference Room, First Floor 
Administration Building 
on Tuesday, 2 January 1951 j at 1100 hours 


1. Recent Developments in the Agency 


I»jr. Jackson 


25X6 2. Arrangement for 

3. Daily Status Sheet for DCI 


iir. Jackson 
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